Emma “Pem” (née Daws) Stevens

Born 23 October 1869, Kingston, Victoria
Married George Frederick William Stevens 19 October 1893, Camberwell, Victoria
Died 19 January 1959, Point Lonsdale, Victoria

Issue:
Frederick William Stevens, 3 Jan 1898 – 5 Oct 1966
Rubie Medic (née Stevens) Wilson, 17 Nov 1899 – 11 Oct 1980
Harold Robert Stevens, 2 Sep 1901 – 10 Mar 1954

Emma Daws was as much pioneer as the women of the west. From the time of her marriage in October 1893 at the age of 24 to 1923, she spent a total of 30 years in the isolation of Victorian
coastal lighthouses. These photographs show some of the wild and rugged outposts where she raised her family.